He Leaves Josephine s Room
over Ms charts, shadows like the cartoons were thrown
by fire and candle light upon the wall.
Of all these developments, Charles Maurice Talleyrand
de Perigord, ex-abbe. Prince de Benevento and Grand
Chamberlain of the Empire, had a reading quite differ-
ent from that of Monsieur le General Rapp and the gov-
ernor of the palace, Monsieur le Marechal Duroc. They
had quoted the harangue on the quai at court, from a sin-
cere desire to help their chief. But the grand chamberlain
only observed, as he most diabolically took snuff: "Mon
Dieu! A man is at a bad pass when he begins to defend
himself." He seemed highly delighted at the way things
were going.